To:  Yo-Eco,  Anabel[Yo-Eco.Anabel@epa.gov];  CASTRO,  KEVIN[Castro. Kevin@epa.gov] 

Cc:  Wise,  Robert[Wise. Robert@epa.gov];  Guria,  Peter[Guria. Peter@epa.gov];  Albizu, 

Ramon[Albizu. Ramon@epa.gov];  Alert,  Tana[Aiert.Tana@epa.gov];  Riveland, 

Nancy[Riveland. Nancy@epa.gov];  Temple,  Celeste[Temple. Celeste@epa.gov] 

From:  Lee,  Barbara 

Sent:  Mon  8/10/2015  10:00:31  PM 

Subject:  RE:  A998:  Gold  King  Mine  Region  09  Emergency  Response 


Thanks! 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 

Lee.barbara@epa.gov 
Office  (415)  972-3195 

Fax  (415)  947-3518 


From:  Yo-Eco,  Anabel 

Sent:  Monday,  August  10,  2015  3:00  PM 

To:  CASTRO,  KEVIN 

Cc:  Wise,  Robert;  Guria,  Peter;  Albizu,  Ramon;  Alert,  Tana;  Lee,  Barbara;  Riveland,  Nancy; 
Temple,  Celeste 

Subject:  A998:  Gold  King  Mine  Region  09  Emergency  Response 


SSID;  A998 
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Site  Name:  Gold  King  Mine  Region  09  Emergency  Response 


From:  CASTRO,  KEVIN 

Sent:  Monday,  August  10,  2015  2:47  PM 

To:  Yo-Eco,  Anabel 

Subject:  SSID  Creation  for  Gold  King  Mine 


Hi  Anabel, 


Could  you  please  go  ahead  and  create  the  SSID?  Celeste  already  created  the  site  in 
SEMS,  here  is  the  info: 

Site  Name:  GOLD  KING  MINE  RELEASE  REGION  9 EMERGENCY  RESPONSE 
EPA  ID:  NNN000900383 

If  you  need  additional  info,  please  let  me  know. 

Thanks, 

Kevin 


Kevin  J.  Castro 

Information  Management  Coordinator 
U.S.  EPA  Region  9,  Superfund  Division 
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75  Hawthorne  Street,  SFD-2 


San  Francisco,  CA  94105 
Phone:  415-972-3281 
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